Title 

Approval Status 

j Revision Status 

Chair 

Cognizant 

Committee 

Ammonia as a Refrigerant 

S: 91-06-27 

P; 93-01-28 

Revision approved by 
ExCom; 01-04-21 

Roster approved: 
Expected January 2002 

Siller 

REF 

Asbestos 

5:90-02-14 

P: 90-02-14 

None 

Govan 

EHC 

Synthetic Vitreous Fibers 

Approved by ExCom: 

91-06-29 

Roster Approved: 
91-10-06 

P; CDI* 97-06-30 

P: CD2 98-07-19 

P;CD3 99-06-21 

S:CD1 00-02-09 

Revised TPS approved 
by ExCom; 00-11-04 

New committee roster 
approved; 01-01-31 


Spengler 

EHC 

Ozone-Depleting 

Substances 

(CFCs) 

92 Version Withdrawn: 
99-06-24 

P: 01-02-0! 

S: 01-02-01 

None 

Crow'ther 

REF 

Energy 

S: 90-06-14 

P: 92-01-30 

Approved by ExCom: 

98- 06-25^ 

Roster approved: 

99- 01-27 

D**; CDI 01-06-23 

CD2 01-12-19 

Case 

TEGA 

Global Climate Change 
(formerly Global 

Warming) 

92/93 Version 

Withdrawn: 99-06-24 

P; 99-06-24 

S: 99-06-24 

None 

Wolf 

EHC 

lAQ 

D**: 01-06-28 

None 

Moschandreas 

EHC 

Legionellosis 

S: 98-06-25 

P: 98-06-25 

None 

Meitz 

EHC 

Fire and Smoke Control 

S: 77-06-30 

Norte 




*CD = Committee Draft. **D = Position Document (replaces Position Paper and Statement) 
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